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Ale d. 
(All letters in reply to official communications must refer to initial in upper right-hand corner.) Site 7) 
Treasury Departinent, 
Office of the Supervising Architect, 


(Enclosure. ) hashington, a. @., June av, 1895.6. 


Mr.Herman Kretz, 
Supte The Mint of the U.S.at Philadelphia, 
Philadelphia, Pa. 
Sir 3 

In your letter of the 24th instant to Mr.Kemper, of this 
office, you transmitted a drawing of a foundation required for 
@ coining press,to be exhibited at the Cot®on States and Thters 
national Exposition ,Atlanta, Ga. 

Before working drawings can be completed it is necessary that 
we be supplied with additional, information as to sizes of anchor 
boits,and distances between centers of same,also necessary height 
of bolts above floor in order to pass through bed plate of press. 
Measurements of counter shafting and shaft hangers are also ee 
quired that provision may be made for their support 

For: your convenience we transmit herewith two tracings phow— —- 

_ing what figures we require and request that without delay you 
will have these dimensions measured and marked on the tracings 


where indicated by interrogation marks,and at once return these 


drawings to this office. We assume that the top of foundation. 
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2=- Herman Kretze 


should be as shown,exactly on the level of the finished floor. 
Please advise me if this is correct. If not,state at what height 
it should be placed. 

Respectfully yours, 


Lies ervising Architect. 
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[Abstract:] Relative to foundation for coining press to be exhibited at Exposition — Atlanta, Ga. 
Encloses two tracings. 


FBS. 
(All letters in reply to official communications must refer to initial in upper right-hand corner.) 


Treasury Department, 

Office of the Supervising Architect, 
Washington, D.C., 

June 27, 1895 


(Enclosure.) 


Mr. Herman Kretz, 
Supt. The Mint of the U.S. at Philadelphia, 
Philadelphia, Pa. 


Sir: 


In your letter of the 24th instant to Mr. Kemper, of this office, you transmitted a drawing 
of a foundation required for a coining press, to be exhibited at the Cotton States and International 
Exposition, Atlanta, Ga. 


Before working drawings can be completed it is necessary that we be supplied with 
additional information as to sizes of anchor bolts, and distances between centers of same, also 
necessary height of bolts above floor in order to pass though bed plate of press. Measurements of 
counter shafting and shaft hangers are also required that provision may be made for their support. 


For your convenience we transmit herewith two tracings showing what figures we require 
and request that without delay you will have these dimensions measured and marked on the 
tracings where indicated by interrogation marks, and at once return these drawings to this office. 
We assume that the top of foundation should be as shown, exactly on the level of the finished 
floor. Please advise me if this is correct. If not, state at what height it should be placed. 


Respectfully yours, 
W.M. Aiken 


Supervising Architect. 


Les a/c 


